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NOTES: 

1. TOPOGRAPHIC CONTOURS ARE BASED ON EXISTING AND PROJECTED 
POSTMINE CONTOURS. TEXAS COORDINATE SYSTEM. SOUTH CENTRAL 
ZONE, 1927 NORTH AMERICAN DATUM 




LEGEND 

PERMIT 11G BOUNDARY 

PASTURE 
1C AREA 

1C EXEMPT AREA 


ANCILLARY BOND - NO UND USE CHANGE 
DEVELOPED WATER RESOURCE - DIVERSIONS 
DEVELOPED WATER RESOURCE 

UNDISTURBED "ISLANDS” IN RECLAIMED LANDS 


GRAPHIC SCALE 

2000’ 1000’ 0 2000’ 4000’ 


1 INCH = 2000 FT. 













































